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S§e Information Staff, HR 


Chief, In' 

THRU s Acting Chief, Industrial Division, HR 


10 April 1957 


5£ff ElertricSlquipment Branch, I^uatrial Division, HR 


Requirement 

REFERENCE: ORR Ho. 10978 


25X1 B4d 


This office requests that the following information be obtained 
from the above-referenced sourest 

1. Descriptions of the R-IO, R-7B,R-20,R-hO, 
other radio receivers with which source is f^iliarj includiiig 
names, code manes, if any, and operating characteristics. 


Types of electron tubes used in these receivers. 



Ii, Source*® estimate of cost of each receiver* 


25X1 A9a 


Distribution: 

Orig & 1 - Addressee 

1 - D/I 

2 - I/EE Files 

ORR:D/l/EE:^^^^^^lbg/3696 (10 April 1957) 
25X1 A9a 
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